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CULTIVATED TREES AND SHRUBS. VI 


Alfri.i) Rkhdkr 


Euonymus Forlunei (Turcz.) Handel-Mazzetti t. kevvensis (Bean), comb. nov. 
Ruonymus radicans var. ke wen sis I tort. ex Bean, Irces Shrubs Brit. Isl. 1:542 
( !<)14). — |V. Gibbs] in Aldenham House Card. List Surpl. PI. IS (1929). nom. 
subnudexdud. svn. 

Evonxmtis kewensis Hort. ex H. A. Ilc-se in Moller’s Deutsch* Gartn.Zeit. IT: J17 , 


ti ir. 



32). 



form has usually been referred as a synonym to E. radicans f. 
minima which it resembles in habit and general character, but its leaves 
are even smaller, being only 5—8 mm. long, while in f. minima they are 
8—15 mm. iong, 

Aeseiilus Wilsonii Rehder in Sargent, PI, Wilson. 1:408 (1913). 

Aescuius chinensis sensu Diels in But. Jahrb. 29: 450 (1900), non Bunge (1833). 
Actinotinus sinensis Oliver in Hooker’s Icon. PI. 18: t. 1740 (1887); 19: corrective 
note inserted before t. 1851 (1889, June).— llemsley in Gard. For. 2: 12! 


(isso, March).—'Pro parte, quoad folia; quoad flores 
f. tomentosum (Thunb.) Rehd. 


Viburnum plication 


In the corrective note cited above, it is stated that Actinotinus sinensis 
is based upon a trick played by one of Dr. Henry's collectors, and is made 
up of the inflorescence of a Viburnum inserted into the terminal bud of 
Acsculus chinensis. The specific name of the Viburnum is not given and 
that of Acsculus is not <.uite correct. There can be no doubt, however, 
that the inflorescence represents V. plicatum Thunb. f. tomentosum 
( liunb.) Rehder in Jour. Arnold Arb. 2(>: 77 (1945), better known as 
V. tomentosum Thunb., a name unfortunately invalidated by the earlier 
homonym of Lamarck ( 1 778). The leaves agree perfectly with .1. 
Wilsonii Rehd., the only representative of the genus Acsculus in Western 
China. In the same region V. plicatum f. tomentosum is founrl, so that 
material of both species could have been collected at the same time and 
put together to create this fake specimen. 

I’hillyrea latifolia var. media f. peudula (Ait.), comb. nov. 

I'hillyrea media y pendula Aiton, Hort. Kevv. 1: 11 ( 1789). — Rehder in Bailey, 


Stand, ycl. Hort. 5:25S3 1916) 


ii . I? 

var. 


Phillyrca pendula Willdenow, Enum. PI. Hort. Berol. 12 (1809) 
(Tewachsk. 1, 1: 159 [18181.— Loudon, Arb. Brit. 2:1204 


— Link in Jahrb. 

(1838) “P. (m.) 


pendula. 


}} 


It is doubtful if this form is still in cultivation; I have seen neither a 
living plant nor a recent reference to one, nor an herbarium specimen 
of it. 

Viburnum lantanoides f. praeeox (Kachc), grad. nov. 

Viburnum lantanoides praeeox Kache in Gartenwelt, 16:496, fig. (1912, Sept.). 
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earlier than in the typical form 
The specific name V. 
the valid name for this species until in 189S Britton in Britton & Brown 

(Ill. FI. N. l r . S. 3: 22‘t) took up the name V. alnifolium Marshall of 1785 
and was followed by a number of botanists 
represents only partly a Viburnum 
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